To:  R8EISC[R8EISC@epa.gov] 

From:  drupal_admin@epa.gov 

Sent:  Wed  8/12/2015  7:23:21  PM 

Subject:  Form  submission  from:  Emergency  Response  to  Gold  King  Mine  Release  Contact  Us  About 

Emergency  Response  to  the  Gold  King  Mine  Release  form 

Submitted  on  08/12/2015  3:23PM 
Submitted  values  are: 

Name:  Marcia  Novell 
E ma i I Add ress : [ Ip^sonafE^M/ErT  ] 

Comments:  Is  the  water  in  Lake  Powell  being  monitored  due  to  the  mine  spill 
and  is  it  safe?  Will  the  lake  be  closed  (or  portions  of  it  be  closed  (other 
than  the  San  Juan  river  arm)  and  is  there  a danger  in  swimming,  showering  or 
washing  dishes  in  it?  Is  there  an  area  of  the  lake  that  could  be  considered 
"safe"  (i.e.,  mile  markers  below  the  San  Juan  or  above  the  San  Juan  river 
arm?)  We  were  planning  a houseboat  trip  8/17  - 8/23  and  need  to  understand 
if  it  should  be  cancelled.  Thank  you!  P.S.  If  we  go  on  the  lake  how  can  we 
monitor  this  situation...  is  there  a radio  channel  that  will  issue 
reports/warnings? 
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